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THE  BOOK  OF   POPULAR  SCIENCE

CORNER  OF  ONE  OF THE  STAGES AND  THE  VISITORS'   PLATFORM  AT  UNIVERSAL  CITY

There are eight stages, six open-air and
two artificial light, giving between three
and one-half and four acres of stage space.
The largest is 500 feet long by 125 deep.
Back of it is a double row of dressing
rooms, running the entire length of the
stage, and there is another single line of
rooms devoted to the stars.

The city proper consists of some twenty
concrete buildings with an equal number
of wooden structures and others built of
sheet or corrugated iron. One of the
buildings is devoted to the administrative
force. In another the laboratories, the
most complete in the West, are located.
There is a restaurant where 250 may be

fed at a time. Other buildings are oc-
cupied by the technical, the property, the
wardrobe, the art, and the fire and po-
lice departments, etc. There is a library,
an information bureau and publicity de-
partment. The city owns and operates
its own water system and has, also, its
own theaters, where seven pictures may
be projected at the same time, its own
auto service, ice plant, and arsenal with an
equipment of firearms from the flintlock
down to the modern army rifle; tailor-
ing establishment, blacksmith shop and
a thoroughly modern hospital.

At the rear of the property, nearly a
quarter of a mile away, is the " back ranch'*.

CAFE   SCENE   BEING   FILMED   IN   THE HUGE   ELECTRIC   LIGHT   STUDIO   WHERE   TWENTY   COMPANIES

CAN   MAKE  PICTURES AT ONE TIME